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Initial Bid Opening Summary Form 
Project Name: IFB 121F-23 Upgrading 9 Signals to Nextgen TSP Specs __ 
Buyer: _lan Atherton_ 
Bid Opening Date: 07/26/2023 Bid Opening Time: 2 PM 
IFB Number: 121F-23] 
DISCLAIMER: 


The results listed below are preliminary and must be evaluated and verified as “Responsive or Non-Responsive”. The 
lowest bidder listed below may not result in an award as evaluation of the bids for responsiveness is pending. Once the 
evaluation process is completed, a Notice of Award will be posted to COMMBUYS. The Notice of Award will include the 
vendor or vendors as being “Responsive or Non-Responsive”. 


Company Name Bid S$ Amount 
1. Engine Hill $46,035 
2. Traffic Systems LLC $46,750.86 
3. Dagle Electric $167,761 
4. Coviello Electric $187,920 
5. Pine Ridge Technologies $219,429 
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